Corpus Christi Light Tower Rentals (361) 852-2200 CAT Construction Lighting 


Quality Engineering and Durable Components Make HOLT CAT Corpus Christi - Light 
Tower Rental the Preferred Supplier for Safe Work Site Illumination. From construction 
sites and sporting events to mining and oil field applications, HOLT CAT® Corpus 
Christi Light Tower Rentals offers heavy-duty light towers to meet your work site 
lighting needs. With superior design, our tough galvanized mast and outriggers are 
designed to withstand the stress and strain of frequent usage. In addition, an industry- 
proven, durable Cat® engine assures you are running the highest quality light towers 
available. Call HOLT CAT Corpus Christi at (361) 852-2200 or Visit Corpus Christi Light 
Tower Rentals webpage for Corpus Christi construction lighting rental. 

Corpus Christi CAT Caterpillar truck rental. Corpus Christi CAT Caterpillar diesel 
service repair parts. Corpus Christi TX CAT Caterpillar CT660 Truck, Corpus Christi 
CAT Caterpillar skid steer loaders slope boards. Corpus Christi CAT Caterpillar 
backhoe telehandlers. Corpus Christi CAT Caterpillar bulldozer, water tankers trucks , 
track loaders, graders, feller bunchers, CAT lube service maintenance. Caterpillar 
radiator service. Corpus Christi CAT machine powertrain engine rebuilds Corpus Christi 
TX 


